The great Shasta Dam, now under construc¬ 
tion, when completed will be the second 
largest dam in the world. It will be 3,500 
feet long, 736 feet high, and will contain 
5,610,000 cubic yards of concrete, making it 
larger than the Great Pyramid of Egypt. Its 
reservoir will be capable of storing 4,500,000 
acre-feet of water. 
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Shasta Dam During Course of Construction 












